Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 10/18/2010 6:21:57 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

Subject: Morrill 224B 


Jim and Sharon, 

Lock shop will put one of your existing cores into 224B tomorrow morning sometime after 9:00. I will stop by 
with them. Also the alarm will be complete this week. Do you want to plan on moving Monday or 
Tuesday? Let me know and I will try to set it up. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095894 




